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Accutest Laboratories 


Sample Summary 


Weston Solutions, Inc. 
Gold King Mine 


Job No: D75708 

Sample 

Collected 

Matrix 

Client 

Number 

Date Time By 

Received Code Type 

Sample ID 

D75708-1 

D75708-2 

09/29/15 18:13 
09/29/15 18:00 

09/30/15 SO Soil 
09/30/15 AQ Water 

CC06_09291 5_1 813 
CC06_092915_1800 


Soil samples reported on a dry weight basis unless otherwise indicated on result page. 
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Accutest Laboratories 


Report of Analysis Page 1 of 1 


Client Sample ID: 
Lab Sample ID: 
Matrix: 

Project: 

CC06 092915 1813 

D75708-1 

SO - Soil 

Gold King Mine 




Date Sampled: 09/29/15 

Date Received: 09/30/15 
Percent Solids: 14.0 

General Chemistry 
Analyte 

Result 

RL 

Units 

DF 

Analyzed 

By Method 

%solids 
Solids, Percent 

14 


% 

1 

09/30/15 

SWT SM2540G-201 1 M 


RL = Reporting Limit 
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Accutest Laboratories 


Report of Analysis Page 1 of 1 


Client Sample ID: 

CC06 092915 1800 



Lab Sample ID: 

D75708-2 

Date Sampled: 

09/29/15 

Matrix: 

AQ - Water 

Date Received: 

09/30/15 



Percent Solids: 

n/a 

Project: 

Gold King Mine 




General Chemistry 


Analyte 

Result 

RL 

Units 

DF 

Analyzed 

By Method 

Chromium, Hexa valent a 

<0.010 

0.010 

mg/l 

1 

10/01/15 09:30 

JD SM 3500CR B-2011 


(a) Sample preserv ed within 24hrs. to extend the hold time. 


RL = Reporting Limit 
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